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9 May 1972 


Dear Mr. Atkins: 

Many many thanks for the wonderful 
photographs of my swearing-in ceremony 
in the President's office. 

With much appreciation and every 
good wish. 


Sincerely, 


Vernon A. Walters 
Lieutenant General, USA 


Mr, Ollie Atkins 
The White House 
Washington, D. C. 20500 
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THE WHITE HOUSE 

WASHINGTON 



May 5, 1972 


Dear General Walters: 



Lt, Gen. Vernon A, Walters 
Deputy Director 
Central Intelligence Agency 
Washington, D. C. 

Enclosures 
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